Hangzhou Xinzeyuan Precision Products Co.,Ltd. was founed on May 2010, which is the son company 
of Lin’an Shinehe Precision Parts Co.,Ltd. Our company is located in the Chinese precision parts town 
Lin’an where is also famous for the beautiful Taihuyuan. There is 6000 sqm and it focus on the precision 
hardware and component. It is a company covers R&D, Manufacturing, Sales and with the products 
range from Medical,3C industry, Aerospace, Military Projects,Garden Tools and Auto parts. And we have 
got 30 sets CNC lathe,50 sets Automatic Lathe, 2 workshops for Fine CNC center, 5 automatic cutting 
lines ,and 2 last process workshops and 1 precision instruments inspection room. Also we have got many 
kinds of top ranking inspection equipments such as 3 coordinate measuring. 
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Hangzhou Xinzeyuan Precision Products Co.,Ltd. 

Office Address: Room 708,Shangcheng International Mansion,Chengzhong S.T.Lin'an,Zhejiang. 

Factory Address:Xingda Rd,Changhua Industrial Park,Lin'an,Zhejiang 

Mobile: +86 18967198833 

Tel: +86-0571-63673231 

Fax: +86-0571-63673289 


E-mail: tom@shinehe.com ceo@shinehe.com 




